





OCCUPATIONAL HAZARDS’ 
1992 FEATURE INDEX 


A complete list of feature articles appearing in Occupational Hazards in 1992. 


Environmental Management 

ARCO’s Drive for 
Environmental Excellence 

Responsible Care: Is the 
Promise Being Kept? 

Interference Called on Clean 
Air Act 

Keeping up with the Clean 
Air Act 

Toxics Reduction: A Matter of 
Choice 

The Economics of 
Environmentalism 

Overhauling RCRA 

The Legacy of Little Boy 

Is the Environment Right for 
Voluntary Protection? Oct. 117 

Reducing Inventory for SARA Oct. 129 

Shortening the Crisis 
Lifecycle: Seven Rules to 
Live By 

Oak Ridge: Investing in the 
Environment 

Profiting from Pollution 
Prevention 


Jan. 33 
Feb. 37 
Feb. 45 
Feb. 48 
Mar. 54 
Mar. 59 


May 79 
Aug. 23 


Oct. 137 
Dec. 26 
Dec. 31 


Ergonomics 
Succeeding With Ergonomics 
Does Ergonomics Open 
Pandora’s Box? 
A Battle Plan for Back Injury 
Prevention 
Organizing for Strategic 
Ergonomics 


Apr. 29 
Apr. 31 
Nov. 29 
Nov. 55 


Federal Regulation and Legislation 

Lawmakers Face Formidable 
Safety Agenda 

OSHA Consultation: Bargain 
or Burden? 

ISEA Communique 

Interference Called on Clean 
Air Act 

OSHA and EPA: Ties That 
Bind? 

Toxics Reduction: A Matter of 
Choice 


Jan.39 


Jan. 43 
Jan. 53 


Feb. 45 
Mar. 43 


Mar. 54 


Beyond the Right-To-Know 

Settling an OSHA 
Controversy? 

Does OSHA Know 
Construction? 

Overhauling RCRA 

What OSHA Sees in Hazcom 

Blowing in the Wind? 

Hamlet, N.C.: Home toa 
National Tragedy 

OSHA Reform: Will North 
Carolina Be a Model? 

Avoiding the Top 10 

Running on His Record 

Putting a Freeze on 
Regulations 

A Green Agenda 

Dottie Strunk on OSHA: ‘We 
Have to Get Better and 
Smarter’ 

Time for a New Team? 

Al Gore: Politics and the 
Environment 

OSHA Strives to Gather 
Better Stats 

A Fight for the Living 

Peg Seminario: Labor’s Key 
Safety & Health Strategist 

Ranking Risks 


Industrial Hygiene 

Confined Spaces: Killers 
Without Clues 

Tradition and Revolution 

Three Generations of 
Industrial Hygiene 

Chemical Safety Data: Global 
Needs & National Interests 

Hazard Communication: A 
Performing Art 

Reinventing Industrial 
Hygiene 

Why Employees Are Sick of 
Indoor Air 

Government on the 
Bandwagon 

Putting Indoor Air Quality in 


42 Occupational Hazards /December 1992 


Apr. 43 
Apr. 47 
May 62 
May 79 
July 38 
Aug. 37 
Sept. 29 
Sept. 32 
Sept. 36 
Oct. 75 
Oct. 81 
Oct. 83 
Oct. 86 
Oct. 92 
Oct. 96 


Oct. 132 
Nov. 45 


Nov. 47 
Nov. 51 


Its Place 
Quality Management in 
Industrial Hygiene 


Oct. 105 
Dec. 35 


Occupational Health 
AOHC: A Capitol Idea 
Rehabilitation: Mending 
Bones and Bonds 

The ‘Bandage Brigade’ No 
More 

Second Thoughts About First 
Aid 

Noise Knows No Boundaries 

Americans With Disabilities 
Act: Making 
Accommodations 

Why Employees Are Sick of 
Indoor Air 

Tips for Terminal Vision 

Combating Office Stress With 
the Martial Arts 

Creating a Safer Office 

A Healthy Dose of Worker 
Protection 


Apr. 23 
Apr. 35 
Apr. 51 


June 57 
July 29 


July 41 


Aug. 32 
Aug. 41 


Oct. 123 
Oct. 125 


Dec. 21 


Personal Protection 

1992 Directory 

The Last Line of Defense 

The Future of Protective 
Clothing 

Protective Eyewear: Safety 
With Style 

Getting Workers to Wear Eye 
Protection 

Safety Manufacturers Elect 
Officers 

Keeping the Shine on Your 
Respirator Program 


Jan. 113 
Mar. 48 


Mar. 50 
June 50 
June 52 
July 16 
Nov. 34 


Safety Management and 
Administration 
OSHA Consultation: Bargain 
or Burden? 
Empowerment of the Safety 
Committee 
Big Plans for a Small 
Company 


Jan. 43 
Jan. 49 


Feb. 43 
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Anatomy of an Emergency 
Action Plan 

Safety in the New Europe 

Breaking New Ground in 
Construction Safety 

Occidental Chemical: Making 
Changes for the Better 

Drugs and Drink: The Safety 
Connection 

Rewarding Safe Performance 

Auditing: A Closed Control 
Loop May 87 

Opportunities Abound at 
ASSE Conference 

Occupational Safety and 
Health — A British 
Perspective 

What Makes Safety 
Management Flourish? 

Hazard Communication: A 
Performing Art 

Avoiding the Top 10 

Soaring Costs Beset Comp 
System 

Oregon: Comp Reform Looks 
Promising 

1992 Consultants’ Directory 

Discover the National Safety 
Congress 

The New Breed of Safety 
Manager 

Schooled in Safety 

A Behavioral Approach to 
Accident Prevention 

Shortening the Crisis 
Lifecycle: Seven Rules to 
Live By 

Contractor Safety: Gaining 
Control of an Old Problem 

Safety Management: A New 
and Better Way? 

Safety Performance Goals: 
The Planning Process 

Learning to Listen 


Feb. 51 
Mar. 65 


May 58 
May 65 


May 69 
May 74 


June 15 


June 61 
June 67 


July 92 
Sept. 36 


Sept. 41 


Sept. 42 
Sept. 45 


Oct. 15 


Oct. 99 
Oct. 100 


Oct. 112 


Oct. 137 
Oct. 141 
Oct. 149 


Nov. 41 
Dec. 37 


Speaking Out 
Mark D. Cowan 
Joseph A. Kinney 
James N. Ellenberger 
Robert Sheriff 
Deborah Berkowitz 
Mark A. de Bernardo 
Edwin G. Foulke Jr. 


Feb. 90 
Mar. 102 
Apr. 100 
May 138 
June 110 

July 70 
Oct. 254 





Coming in the January issue of Occu- 
pational Hazards: Previews of what's 
ahead for OSHA and EPA in 1993. How 
might the new Clinton Administration 
approach safety, health, and environmen- 
tal protection? 
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CONFINED SPACE ENTRY 
“DO IT RIGHT THE FIRST TIME” 


Introducing the “Porta-Pak” ™ Portable Bottled Air System as 
the ideal companion to Air Systems’ Patented Saddle Vent™ 
confined space entry ventilation system. “Porta-Pak”™ provides 
one or two hours of breathing air for up to four workers at either 
2216 or 4500 PSI. “Porta-Pak’™ can be wail mounted for vehicle 
or shop storage. 








CALL FOR A COMPLETE CA 
AND YOUR NEAREST DISTR 
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Manufactured in e U.S.A. by 
Air Systems International 
1-800-866-8100 














IPS 


For 10 years the leader 
" in reducing slips and falls. 
\ Foul weather boots should do more than 
protect your employees’ feet. They 
should also reduce slips on surfaces 
made slick from ice, water, oil and 
chemicals. That's why you need 
grit impregnated Grips® with the 
AngleTred?® self-cleaning sole. The 
sure-footed way to reduce accidents. 














Our other fine products include Wonder 
Walkers®, Cold Block® and Sun Block®. For 
more information, call 1 (800) 331-4268. 
In PA, call (215) 343-6470. 

Or write: P.O. Box 400, 

Warrington, PA 18970. 























JORDAN DAVID 
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